To:  Lee,  Barbara[Lee. Barbara@epa.gov] 

Cc:  Riveland,  Nancy[Riveland. Nancy@epa.gov];  Yo-Eco,  Anabel[Yo-Eco.Anabel@epa.gov]; 

Mcllwain,  Serena[Mcllwain. Serena@epa.gov] 

From:  Wood,  David 

Sent:  Wed  8/1 2/201 5 1 2:34:56  AM 

Subject:  FW:  People  Pius  codes  for  Gold  King  Mine  Response 


Barbara  - Just  fyi,  Also,  I am  assuming  that  if  our  people  are  working  on  the  R8  section 
of  the  river  they  will  charge  an  R8  code,  and  the  same  for  the  R6  section  in  New 
Mexico.  Is  the  R9  code  A998? 


David  Wood,  Financial  Management  Officer 
US  Environmental  Protection  Agency,  Region  IX 
75  Hawthorne  Street 


San  Francisco,  CA  94105 
415.972.3709 


Please  consider  the  environment  before  printing  this  e-maii 


From:  Wemer,  Phillip 

Sent:  Tuesday,  August  1 1,  2015  5:29  PM 

To:  McGhee,  Peggy;  Lambert,  Marilyn;  Contreras,  Robert;  Jacinto,  Dina;  Wood,  David; 
Bemabe,  Evelyn;  Roman,  Edith 
Cc:  Portillos,  Christine 

Subject:  People  Plus  codes  for  Gold  King  Mine  Response 


583932015  T 08L  303DC6 

A8K9RV00 


GOLD  KING  MINE  BLOW  OUT  - REMOVAL 
ACTION  - OU  00 


Phillip  Werner 

Financial  Management  Specialist 
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